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Improved Performance of Anti-miRNA Oligonucleotides 
Using a Novel Non-Nucleotide Modifier 

Kim A Lennox\ Richard Owczarzy\ Derel< iVi Tliomas\ Josepli A Waider^ and iViarl< A Beliil<e^ 

Anti-microRNA oligonucleotides (AlVIOs) are steric blocking antisense reagents that inhibit microRNA (mlRNA) function by 
hybridizing and repressing the activity of a mature mlRNA. First generation AMOs employed 2'-0-Methyl RNA nucleotides 
(2'OMe) with phosphorothioate (PS) internucleotide linkages positioned at both ends to block exonuclease attack. Second 
generation AlVIOs improved potency through the use of chemical modifications that increase binding affinity to the target, such 
as locked nucleic acid (LNA) residues. However, this strategy can reduce specificity as high binding affinity compounds can 
bind to and suppress function of related sequences even if one or more mismatches are present. Further, unnatural modified 
nucleic acid residues can have toxic side effects. In the present study, a variety of non-nucleotide modifiers were screened 
for utility in steric blocking antisense applications. A novel compound, N,N-diethyl-4-(4-nitronaphthalen-1-ylazo)-phenylamine 
("ZEN"), was discovered that increased binding affinity and blocked exonuclease degradation when placed at or near each end 
of a single-stranded oligonucleotide. This new modification was combined with the 2'OMe RNA backbone to make ZEN-AMOs. 
The new ZEN-AMOs have high potency and can effectively inhibit mlRNA function in vitro at low nanomolar concentrations, 
show high specificity, and have low toxicity in cell culture. 
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Introduction 

MicroRNAs (mlRNAs) are important small noncoding RNAs 
responsible for spatiotemporally fine tuning gene expression 
at the post-transcriptional level. Typically 20-24 nucleotides 
long, these small RNA molecules regulate gene expres- 
sion through imperfect base pairing in the 3'UTR of targeted 
genes, leading to mRNA degradation or preventing protein 
synthesis.' Just about every cellular biological process, 
including cell differentiation, apoptosis, and proliferation, 
is controlled by the miRNA regulatory network. The wide 
acknowledgement of miRNAs as effective biological regula- 
tors has amplified the need for techniques to overexpress or 
inhibit their function both to investigate function as well as 
for therapeutic purposes to correct diseases associated with 
miRNA dysregulation." 

The standard method used today to inhibit miRNA function 
is the administration of a synthetic anti-miRNA oligonucle- 
otide (AMO) which has perfect complementarity to the full- 
length mature miRNA target. AMOs are a version of steric 
blocking antisense oligonucleotides that form a duplex with 
the miRNA guide strand and this binding event is the basis for 
miRNA inactivation. Inactivation requires that binding affin- 
ity between the miRNA and the AMO is significantly higher 
than that of the natural miRNA guide strand/passenger 
strand interaction; inhibition of miRNA activity requires that 
the AMO can hybridize to the miRNA guide strand whether 
it exists in single-stranded form, double-stranded form with 
the natural passenger strand (which will require invasion of 
a pre-existing duplex), or bound to an Argonaute protein in 
the miRNA induced silencing complex (miRISC). It has long 



been appreciated that chemical modifications which increase 
duplex stability usually increase the potency of antisense oli- 
gonucleotides, whether used in steric blocking" or RNase 
H degradative modes of action. ''■^ The binding affinity of an 
AMO must be sufficiently high that it cannot be removed from 
the miRNA target by helicase activities present in miRISC 
or by competition from other natural targets within the cell. 
In addition to having high binding affinity, the AMO must be 
nuclease resistant so that it is not degraded by extra- or intra- 
cellular nucleases, including the endonuclease activity of 
Argonaute 2 (Ago2) in miRISC. Several AMO designs which 
satisfy most of these criteria have been developed and have 
been used with good results to inhibit miRNA function both 
in vitro and in wVo. 

An ideal AMO would have: (i) high affinity to the target to 
improve potency, (ii) resistance to both exo- and endonucle- 
ase attack, (iii) low toxicity, (iv) high specificity, and (v) a rela- 
tively low cost for synthesis. High affinity to the target miRNA 
can be achieved through use of base modifications, sugar 
modifications, or addition of certain non-nucleotide modifi- 
ers. It would be advantageous if the same modification that 
increased binding affinity also contributed to improved nucle- 
ase resistance. Modifications to the heterocyclic bases can 
increase binding affinity but do not increase nuclease resis- 
tance. Substitution of 5-methyl-2'-deoxycytidine (5-Me-dC) 
for 2'-deoxycytidine (dC) can increase 7"^ by 0.5 °C, however 
this small change is usually insufficient to make a significant 
impact on potency. The propynyl pyrimidines (5-propynyl- 
dU and 5-propynyl-dC) can increase by 1.7-2.5 °C per 
insertion and were originally hoped to be useful reagents 
for antisense applications.'" However, these modifications 
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have severe toxicity when used in vivo.'''' Another base modi- 
fication, AP-dC ("G-clamp") can increase by 7.5 °C per 
insertion but its use was found to actually reduce activity of 
antisense oligonucleotides in vivo.''^ 
2'-modification of the ribose can increase both T and 

m 

improve nuclease resistance. 2'-0-Methyl RNA (2'OIVIe) is a 
nontoxic naturally occurring nucleic acid which confers resis- 
tance to degradation by mammalian endonucleases and 
provides a large increase in binding affinity to an RNA target 
compared with DNA. However, 2'OMe oligonucleotides remain 
sensitive to exonuclease degradation and must be protected 
at their ends with additional chemical modification(s), such as 
phosphorothioate (PS) linkages, to perform well in cell culture 
or in vivo.^ Alternatively addition of long terminal hairpin struc- 
tures can block exonuclease attack without the need for other 
chemical modifications. ^^'^^ The first AlVIOs effectively used 
in vivo were called "antagomirs". This design employed 2'OMe 
residues modified with several PS linkages at both ends and 
a 3'-cholesterol modifier to facilitate uptake. The combination 
of 2'OMe residues with a limited number of PS linkages mini- 
mized toxicity and resulted in an AMO that was protected from 
both exo- and endonuclease degradation and had high specific- 
j(y 6,i5,i6 Unfortunately, the antagomir design had relatively low 
potency and required very high dosing (up to 80mg/kg in vivo). 

AMOs containing 2'-Fluoro (2'F) nucleotides can have 
higher potency than the original 2'OMe antagomirs {in vivo 
dosing around 5-12.5mg/kg), benefitting from the T^- 
enhancing properties of this modification. ^'"^^ Unfortunately, 
the 2'F modification offers little improvement in nuclease 
resistance in single-stranded form and requires full PS modi- 
fication throughout the phosphate backbone; the most effec- 
tive designs also incorporate the addition of other 2'-modified 
residues at the ends, such as locked nucleic acid (LNA) or 
2'-methoxyethyl (2'MOE) nucleotides. This modification is 
also relatively expensive, which further limits its utility. LNA 
residues show the highest T^-enhancement of any commonly 
used modification and also confer some degree of nuclease 
resistance, but still benefit from PS modification. The LNA 
modification has been used to make very potent AMOs (in vivo 
dosing around 5-25mg/kg in rodents or as low as 2mg/kg in 
nonhuman primates). ^"^^^ For routine research use, LNAs are 
often placed in the context of a DNA or a 2'OMe backbone at 
every third position.'^^^ Limiting LNA content reduces the like- 
lihood of undesired hairpin and self-dimer hybridization that 
often comes with incorporating high binding affinity modifica- 
tions into oligonucleotides. While overall a very useful modi- 
fication, adverse outcomes can occur from use of LNAs in 
AMOs due to off-target effects caused by unintended binding 
to a nontargeted mlRNA or due to direct chemical toxicity of 
LNA nucleotides. As few as four LNA nucleotides in an 18mer 
oligonucleotide can cause severe hepatotoxicity in vivof this 
toxicity varies with sequence context and its mechanism is 
unknown so empiric testing is needed to determine if a given 
sequence is toxic.^^ Nevertheless, some LNA-modified AMOs 
can be safely administered in vivo, usually using designs that 
have been carefully optimized and are shorter than the full 
length miRNA.20-22 For example, a 15mer miR-122 DNA/LNA- 
PS AMO (SPC3469) was recently demonstrated to have a 
favorable toxicity profile in nonhuman primates and this com- 
pound is under development for use as a human therapeutic.^^ 



A variety of approaches can be taken to block nuclease 
degradation of a synthetic oligonucleotide including modifica- 
tion of the internucleotide linkages, alterations to the struc- 
ture of the sugar backbone, or addition of non-nucleotide 
modifiers at or near the oligonucleotide termini. The PS 
modification substitutes sulfur for a nonbridging oxygen in 
the phosphate backbone and has long been used to pro- 
tect synthetic oligonucleotides from nuclease degradation. 
The PS modification also makes the oligonucleotides more 
hydrophobic, leading to nonspecific protein binding. ^"^^ While 
this can lead to some undesired off-target effects,^" it also 
improves pharmacodynamics by enhancing binding to serum 
proteins and reducing the otherwise rapid renal excretion of 
oligonucleotides when administered in vivo.^^ Unfortunately, 
PS linkages also decrease the of the oligonucleotide,™ 
which reduces potency of AMOs. The PS modification is 
therefore most effective when used in combination with other 
modifications that increase binding affinity. Another drawback 
of the PS linkage is that it introduces a new chiral center into 
the molecule. An oligonucleotide containing "N" PS linkages 
is actually a mixture of 2^ distinct diasteriomers, each poten- 
tially having different biological activity and toxicity. Other 
alterations to the internucleotide linkages can confer nucle- 
ase resistance, such as the methylphosphonate or phos- 
phoramidate modifications. Like the PS modification, these 
also significantly lower oligonucleotide binding affinity and 
introduce a new chiral center.^^ 

Modification of the 2'-position of the ribose sugar backbone 
can confer improved nuclease stability, as discussed above for 
2'OMe RNA, 2'F RNA, and LNA residues. We chose to focus 
on use of 2'OMe RNA as the starting point for a new genera- 
tion of AMOs for several reasons: 2'OMe RNA has no signifi- 
cant toxicity, has a relatively high binding affinity for RNA, and 
costs approximately the same to manufacture as RNA. The 
primary drawback for use of 2'OMe RNA as an AMO is that, 
although it is naturally resistant to mammalian endonucleases, 
it is susceptible to attack by serum and cellular exonucle- 
ases.** Therefore additional modifications must be employed 
at or near the 5'- and 3'-termini to block exonuclease attack. It 
would be beneficial if such modifications also increased bind- 
ing affinity of the AMO to the mlRNA target, did not produce 
a mixture of diasteriomers and was nontoxic to mammalian 
cells. A novel compound, N,N-diethyl-4-(4-nitronaphthalen- 
1-ylazo)-phenylamine ("ZEN"), was identified that met all of 
these criteria. New ZEN-AMOs were synthesized placing the 
modifier at or near both ends of a phosphodiester 2'OMe oli- 
gonucleotide complementary to a targeted mlRNA. The new 
design showed significantly higher potency than the original 
2'OMe-PSends antagomir design. Potency was equal to DNA/ 
LNA PS chimeras yet showed none of the toxicity commonly 
associated with these compounds. This new design should 
prove useful as an in vitro tool to suppress mlRNA activity. 
Testing is ongoing to determine potential utility in vivo. 

Results 

The ZEN modifier 

A series of chemical modifying groups were screened for the 
ability to increase when placed internally within a nucleic 
acid sequence. All modifiers were incorporated as phos- 
phoramidites using normal phosphodiester linkages between 
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nucleotides. Modifications were incorporated as eitlier a 
substitution wliere the modifier replaced a nucleoside in one 
strand of the duplex or as an insertion where the modifier 
was placed between adjacent residues. In addition to the 
control unmodified duplex, a C3 spacer modifier (propane- 
diol) was used to establish a baseline for the thermodynamic 
effects of the other modifications studied; this modification 
represents addition of a phosphate group and three carbon 
backbone, spatially mimicking addition of a ribose. Modifiers 
were placed at various positions in a short 10mer DNA oligo- 
nucleotide, hybridized to an unmodified 10mer DNA comple- 
ment, and T was measured in a 1 mol/l NaCI environment. 

' m 

All of the modifiers reduced when placed as a substitution 
for a nucleotide. While most of the modifiers also lowered the 
of the DNA duplexes when placed as an insertion, N,N- 
diethyl-4-(4-nitronaphthalen-1 -ylazo)-phenylamine ("ZEN") 
was found to have a unique stabilizing effect on hybridiza- 
tion. This structure, which has the additional properties of 
being a "dark quencher", was first identified as a potential 
compound of interest in previous screens performed to find 
new modifications that improved performance of dual-labeled 
fluorescence-quenched probes. The structure of the ZEN 
modification is shown in Figure 1 . The relative T effect of 

^ m 

insertion or substitution of a ZEN modifier compared with 
a C3 spacer is shown in Supplemental Table S1, online. 
Depending on position in the 10mer duplex, as an insertion 
the ZEN modifier increased T by +2.4 to +7.9 °C whereas 
effects of the C3 spacer modifier varied from -1 1 .3 to -1-0.7 °C. 
The greatest increase was seen when a ZEN group was 
positioned at the penultimate position between the last and 
next to last nucleotide on both ends of the oligonucleotide 
(-1-11.0 °C). Preliminary experiments performed on the short 
DNA lOmers indicated that the ZEN modifier blocked exonu- 
clease attack (data not shown). We next studied the proper- 
ties of the ZEN modifier when used in the context of a 2'OMe 
22mer miR-21 AMO. 

Nuclease stability of ZEN-modified 2'OIVIe AlUIOs 

To have high potency and sustained activity, AMOs must sur- 
vive transient exposure to serum (during delivery) and long- 
term exposure to cytoplasm. The primary nuclease activity 
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Figure 1 Structure of the ZEN modifier. N,N-diethyl-4-(4- 
nitronaphthalen-1-ylazo)-phenylamine is connected via phosphate 
linkages to the ribose backbone of the oligonucleotide. 



present in serum is a 3'-exonuclease^^ whereas cytoplasm 
contains endonucleases, 5'-exonucleases, and 3'-exonucle- 
ases. 2'OMe oligonucleotides inherently show resistance 
to cellular endonucleases but are susceptible to exonucle- 
ase attack.** Fortuitously, the ZEN modifier confers a signifi- 
cant increase in 7^ when placed between terminal residues 
(Supplemental Table SI , online) where it is also most likely 
to be useful as a modifier to block exonuclease attack. As a 
unified nomenclature, we will henceforth call modification with 
ZEN between the last and next to last nucleotide at the 3'-end 
"3'inZEN" (3'-internal-ZEN) and with ZEN as a terminal modi- 
fier after the final 3'-nucleotide "3'ZEN". Similar nomenclature 
is employed for the C3 spacer modifier ("3'inC3" vs. "3'C3") 
and for modification of the 5'-end. A series of miR-21 AMOs 
were synthesized using DNA or 2'OMe RNA, with or with- 
out the addition of PS linkages, ZEN, or 03 spacer modifiers. 
Nuclease stability of the various AMO designs was studied 
by incubation in 10% fetal bovine serum (FBS) or in 20% liver 
cell protein extract. Following incubation, AMO integrity was 
evaluated by denaturing polyacrylamide gel electrophoresis 
and the results are shown in Figure 2a (FBS) and Figure 2b 
(liver protein extract); sequences are shown in Figure 3. The 
resulting degradation products were identified using elec- 
trospray-ionization mass spectrometry (ESI-MS), shown in 
Supplemental Table S2, online (FBS) and Supplemental 
Table S3, online (liver protein extract). The same set of exper- 
iments were also performed using 50% FBS and 50% liver 
cell protein extract with identical results (data not shown). 

The unmodified DNA AMO ("DNA") was rapidly degraded 
in both serum and liver cell extract. When protected from 
exonuclease attack by addition of the ZEN modifier on both 
ends ("DNA 5'inZEN, 3'ZEN"), the DNA AMO was still rapidly 
degraded in cell extract but remained mostly intact following 
incubation in serum for up to 24 hours. This finding is consis- 
tent with prior reports that serum contains a 3'-exonuclease 
activity while cell extracts contain multiple nuclease activities, 
including endonucleases."-^^ The unmodified 2'OMe AMO 
("2'OMe") was also degraded in both serum and cell extract, 
but degradation proceeded less rapidly than for the DNA 
AMO. On ESI-MS, all of the identifiable surviving fragments 
were 3'-truncations, consistent with attack by a 3'-exonucle- 
ase (serum > cell extract). Protection of only the 5'-end with 
an internal ZEN modifier ("2'OMe 5'inZEN") did not improve 
stability in either serum or cell extract; however, 5'-modifica- 
tion is still useful as it can contribute to long-term stability 
by inhibiting low levels of 5'-exonuclease activity present in 
cytoplasm (see below). Protection of the 3'-end of a 2'OMe 
AMO is therefore critical to survive exposure to both serum 
and the intracellular environment. 

Placing a non-nucleotide modifier such as ZEN or a 03 
spacer (propanediol) between the next to last and 3'-ter- 
minal nucleotide of a 2'OMe AMO blocked processive 
3'-exonuclease action but left the 3'-terminal nucleotide 
susceptible to attack ("2'OMe 5'inC3, 3'inC3" and "2'OMe 
5'inZEN, 3'inZEN"). Both oligonucleotides having this 
design were reduced from 22mer to 21mer size in serum 
and cell extract, showing loss of their 3'-terminal nucleo- 
tide on ESI-MS. It is interesting that the exonuclease activity 
was able to attack the phosphate linkage at the 5'-side of 
a 2'OMe residue, adjacent to the non-nucleotide modifier, 
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a Full length AMO (5 -3 ) In 10% FBS: 
Species Detected by ESI at 24 hours: 




Hours 0 2 6 24 0 2 6 24 0 2 6 24 0 2 6 24 0 2 6 24 

DNA 2'OMe 2'OMe 2'OMe 2'OMe 

3PSends 5'lnC3, 3'lnC3 5'inZEN, 3'C3 



Hours 0 2 6 24 0 2 6 24 0 2 6 24 0 2 6 24 0 2 6 24 

* y ' ^ y ^ ' y ^ ' y ' * y * 

DNA 2'OMe 2'OMe 2'OMe 2'OMe 

Pfj^ 5'inZEN, 3'ZEN 5'lnZEN 5'lnZEN, 3'lnZEN 3'ZEN 5'lnZEN, 3'ZEN 



b Full length AMO (5'-3') In 20% liver cell extract: 
Species Detected by ESI at 24 hours: 





Hours 026 24 02 6 24 026 24 026 24 026 24 

\ l\ -y— -y- -J- -y- ' 

DNA 2'OMe 2'OMe 2'OMe 2'OMe 

5'inZEN, 3'ZEN 5'lnZEN 5'lnZEN, 3'inZEN 3'ZEN 5'lnZEN, 3'ZEN 

Figure 2 Degradation studies of chemically modified oligonucleotides. 2'OMe AMOs were studied to assess the effects that various 
end-modifications have on nuclease stability. Two DNA AMOs were included as positive controls for nuclease activity. 1 .1 nmoles of each 
AMO (sequences shown are in Figure 3) was incubated in (a) 1 0% FBS or (b) 20% mouse liver protein extract at 37 °C for 0, 2, 6, or 24 hours. 
Each AMO was separated on denaturing polyacrylamide gels and stained with methylene blue. The 24-hour digests were analyzed using 
ESI-LC-MS and species detected are reported above their respective gel images. Each "box" represents one nucleotide; red boxes indicate 
the full-length 22-mer AMO and blue boxes represent all degradation products identified, which were truncations from the AMO 3' ends. See 
Supplemental Tables S2, S3, online for more detailed degradation results. AMO, Anti-microRNA oligonucleotides. 
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Name 


mlR-21 AMO Sequences (5'-3')» 






A(j 37 

(kcal/mol) 


K (37 °C>'' 

(mol/l)-i 


DNA 


tcaacatcagtctgataagcta 


S6.3 


-16.4 


-18.7 


I.SxIO" 


DNA 5'inZEN, 3'ZEN 


tzc aacatcagtctgataagctaz 


60.3 


-12.4 


-19.1 


3.0x10" 


2'OMe 


UCAACAtrCAGUCUGAUAAGCUA 


72.7 


- 


-26.9 


9.4x10" 


2'OMe 3PSends 


0*C*A*A CAOCAGUCUGAUAA G*C*0*A 


72.2 


-O.S 


-26.4 


4.3x10" 


2'OMe PS 


D*C*A*A*C*A*U*C*A*G*U*C*U*G*A*U*A*A*G*C*U*A 


68.1 


-4.6 


ND» 


ND 


2'OMe 3'inZEN 


aCAACAUCAGUCUGAUAAGC UzA 


73.4 


0.7 


-26.7 


6.3x10" 


2'OMe 3'ZEN 


DCAACAUCAGUCUGAUAAGCUAz 


74.0 


1.3 


-27.9 


4.8x10" 


2'OMe 5'inZEN 


UzC AACAUCAGUCUGAUAAGCUA 


75.4 


2.7 


-28.9 


2.3x102° 


2'OMe 5'inZEN, 3'C3 


UlC AACAUCAGUCUGAUAAGCUA* 


ND 


ND 


ND 


ND 


2'OMe S'inZEN, 3'mZEN 


UzC AACAUCAGUCUGAUAAGC UzA 


76.2 


3.5 


-30.1 


1.6x102' 


2'OMe S'inZEN, 3'ZEN 


UzC AACAUCAGUCUGAUAAGCUAz 


76.3 


3.6 


-30.6 


3.8x102' 


2'OMePS S'inZEN, 3'inZEN 


UzC*A*A*C*A*U*C*A*G*U*C*H*G*A*U*A*A*G*C*UzA 


71.4 


-1.3 


ND 


ND 


2'OMe 3'inC3 


UCAACAUCAGUCUGAUAAGC U'A 


72.0 


-0.7 


-26.3 


3.2x10'= 


2'OMe S'inCS 


U~C AACAUCAGUCUGAUAAGCUA 


72.0 


=0.7 


=26.5 


4.8x10" 


2'OMe S'inC3, 3'inC3 


U~C AACAUCAGUCUGAUAAGC U"A 


71.7 


-1.0 


-26.9 


9.2x10" 


2'OMe S'inC3, 3'C3 


U~C AACAUCAGUCUGAUAAGCUA" 


72.3 


-0.4 


-26.8 


7.7x10'= 


DNA/LNA PS 


t*C*a*a*C*a*t*C*a*g*I*c*t*S*a*t*a*a*g*C*t*a 


74.5 


1.8 


ND 


ND 


2'OMe/LNA PS 


U*C*A*A*£:*A*H*C*A*G*T*C*U*G*A*U*a*A*G*C*U»A 


87.3 


14.6 


ND 


ND 


^Lowercase red = DNA; Uppercase blaclt = 2'OMe; Uppercase blacl( underscore = LNA; = PS linl<age; "z" = 
"Oligonucleotides were annealed to complementary RNA strand, S' -pUAGCUUAUCAGACUGAUGUUGA-3' (p 


ZEN; = C3 spacer 
= phosphate), in ISO mmol/l Na*^ buffer. 





"Ar^^ [7',„(Test AMO)] - [r^(2'0Me AMO)]. 

^Equilibrium constant for association of the oligonucleotide with the complementary RNA strand. 
*ND = Not determinded 

Figure 3 Effect of modification on the T^'s and binding affinities of miR-21 AlVIOs. AMOs were annealed to a synthetic RNA 
oligonucleotide mimic of miR-21 and T 's were measured in 150 mmol/l NaCI. ^G°^^ values and binding affinities were determined from 
analysis of the shape of the melt curves!^'' AMO, Anti-microRNA oligonucleotides. 



but was not able to attack the phosphate linkage at the 
5'-side of the modifier. Placing the non-nucleotide modifier 
as a 3'-terminal modification (at the end of the oligonucle- 
otide, not between terminal nucleotides) provided complete 
protection of the 2'OMe AMO ("2'OMe 3'ZEN") in serum, 
although some degradation was still observed in cell extract. 
The greatest stability was achieved using a combination of 
both 5'- and 3'-modifications, where the 3'-modification was 
placed at the very 3'-terminus of the oligonucleotide. The 
two AMOs of this design studied ("2'OMe S'inZEN, 3'C3" 
and "2'OMe S'inZEN, 3'ZEN") were totally resistant to deg- 
radation in both serum and cell extract. 

The original antagomir AMO design employed several 
PS linkages at both ends of a 2'OMe oligonucleotide to pro- 
vide protection from exonucleases.^^'^'' In the present study, 
a 2'OMe miR-21 AMO with three PS bonds on each end 
("2'OMe 3PSends") was found to have increased stability in 
both serum and cell extract; however, some fraction of the 
material showed loss of a single nucleotide at the 3'-end con- 
sistent with 3'-exonuclease attack (serum > cell extract). This 
likely occurs due to the presence of mixed Rp and Sp stereo- 
isomers of the PS bond, which show differential resistance 
to nuclease attack. Replacement of a single sulfur atom for 
one of the nonbridging oxygen atoms in the phosphate bond 
creates a chiral center at the modified phosphate and the 
resulting two stereoisomers, Rp and Sp, often show differ- 
ential effects when the nucleic acid substrate is subjected to 
attack by various nucleases. For example, when a PS linkage 



is placed immediately 3'- to an RNA residue (the common 
cleavage site for single-strand specific ribonucleases), the 
Sp isomer confers significantly greater resistance to cleav- 
age by RNase A and snake venom phosphodiesterase than 
does the Rp isomer. ^"-^^ In contrast, spleen phosphodiester- 
ase cleaves the Sp PS isomer preferentially.^" In addition to 
failing to completely block 3'-exonuclease degradation, the 
PS-end block approach also lowers the of the antagomir, 
leading to reduced potency (see below). 

Sustained function of an AMO requires that the oligo- 
nucleotide remain intact in cytoplasm for many days. Sta- 
bility of various AMO designs (Supplemental Figure S1A, 
online) were studied following 96 hour incubation in liver cell 
extracts. As before, degradation products were analyzed by 
polyacrylamide gel electrophoresis (Supplemental Figure 
S1B, online) and ESI-MS (data not shown). As expected, 
the positive control samples for endonuclease activity ("DNA 
S'inZEN, 3'ZEN") and exonuclease activity ("2'OMe") were 
almost completely degraded by 96 hours. The miR-21 "2'OMe 
S'inZEN, 3'inZEN" AMO showed loss of the 3'-residue but 
was otherwise intact. The miR-21 "2'OMe 3'ZEN" AMO 
showed around a S0% mass loss but the remaining material 
was mostly full length; a small amount of (n-l)mer material 
was seen by ESI-MS indicating weak S'-exonuclease activity 
(data not shown). Only the miR-21 "2'OMe S'inZEN, 3'ZEN" 
AMO was completely intact after the 4 days of incubation. To 
confirm that the "2'OMe S'inZEN, 3'ZEN" modification pattern 
was protective in different sequence contexts, AMOs of this 
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design were made specific for miR-17-5p, miR-24, miR-31, 
miR-125b, miR-155, and miR-331 . All survived incubation for 
4 days in liver protein extract witli no evidence of degradation. 

Effects of the ZEN modification on AlVIO and binding 
affinity 

Tile ZEN modification was initially identified by its ability to 
increase when incorporated into a short DNA duplex. Rel- 
ative effects on may be different in the context of a 2'OMe 
oligonucleotide hybridized to an RNA target. Further, the 
increase in T that results from addition of one to two modi- 

m 

tying groups for 22mer duplexes, which start with a much 
higher T^, is expected to be lower than what was seen previ- 
ously for a 10mer DNA duplex (Supplementary Table S1, 
online). Melting studies were performed to determine the 
effects that ZEN and other modifications have on the of 
a series of miR-21 AMOs. The AMOs were 22mers compris- 
ing DNA, 2'OMe, or LNA residues combined with ZEN, C3 
spacer, or PS modifications; this set of oligonucleotides was 
duplexed with a miR-21 mimic (22mer RNA oligonucleotide 
with 5'-phosphate). Melting studies were performed in a buf- 
fer containing 150 mmol/l Na+ cation, which is relatively simi- 
lar to intracellular monovalent cation conditions. Results are 
shown in Figure 3. 
The unmodified "2'OMe" miR-21 AMO had a T of 72.7 "C 
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while the same sequence as "DNA" had a of 56.3 °C, a dif- 
ferential of 1 6.4 °C. As expected, the PS modification reduced 
T^: the AMO with six PS linl<ages ("2'OMe 3PSends") had a 
of 72.2 °C (AT^ = -0.5 °C) and the fully modified AMO 
with 21 PS linkages ("2'OMe PS") had a 7; of 68.1 "0 (A7^ 
= -4.6 °C). Addition of a ZEN group at the 3'-end either 
as an internal insertion between the terminal nucleotides 
("2'OMe 3'inZEN") or as a terminal modifier ("2'OMe 3'ZEN") 
increased 7"^ by similar amounts (A 7^ = +0.7 or +1.3 °C). 
Interestingly, addition of a ZEN group at the 5'-end ("2'OMe 
5'inZEN") had a larger effect (A 7^ = +2.7 °G). From 7^ mea- 
surements done in other sequence contexts, it appears this 
is a general phenomenon and that ZEN usually increases 
duplex stability more when placed at the 5'-end than at the 
3'-end of an AMO (data not shown). Dual modification with 
ZEN at both the 5'- and 3'-ends showed additive effects 
("2'OMe 5'inZEN, 3'inZEN" and "2'OMe 5'inZEN, 3'ZEN") 
with measured 7^ values of 76.2 and 76.3 °C, respectively 
(A 7^ = +3.5 or +3.6 °C). Compared with the antagomir design 
"2'6Me 3PSends"), which had lower 7 due to the 6 PS 
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modifications, the dual-ZEN AMO showed a 7^ increase of 
4 °C. Interestingly dual-ZEN modification of the DNA AMO 
("DNA 5'inZEN, 3'ZEN") showed a 4 °G increase in 7^ com- 
pared with the unmodified DNA AMO. Thus, similar effects 
were seen between incorporation of the ZEN modification in 
a DNA oligonucleotide and in a 2'OMe oligonucleotide. The 
03 spacer modifier was incorporated into the 2'OMe AMO 
using the same modification patterns and studied in a similar 
fashion. In all cases, a slight decrease in 7^ was observed. 
Thus, while this non-nucleotide modifier can be used like 
ZEN to block exonuclease attack, it does not improve duplex 
stability. 

A DNA/LNA chimera was studied having an alternating 
pattern of two DNAs followed by one LNA residue (incor- 
porating a total of seven LNAs). Due to the susceptibility of 



DNAs to endonuclease attack, this AMO was made using 
full PS modification.'' The "DNA/LNA PS" AMO showed a 7 
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of 74.5 °C, slightly lower than the dual-ZEN AMOs, but still 
2.3 °C higher than the "2'OMe 3PSends" design and fully 
18.2 °C higher than the unmodified DNA AMO. A 2'OMe/ 
LNA chimera with the same alternating modification pattern 
was also studied ("2'OMe/LNA PS"). This AMO showed the 
highest 7^ of the series, 87.3 °C, which is 1 1 °C higher than 
the dual-ZEN AMO and 14.6 °C higher than the unmodified 
"2'OMe" AMO, demonstrating the large increases in duplex 
stability that can be achieved using the LNA modification in 
combination with 2'OMe residues. 

The ability of an AMO to suppress mlRNA function relates 
to the relative duplex stability and binding affinity of the oli- 
gonucleotide to the complementary RNA strand under physi- 
ological conditions. The best measure of relative affinity is the 
free energy of the annealing reaction at 37 °C rather than the 
7^ value. We therefore estimated the standard free energy 
change and the corresponding equilibrium constant for the 
annealing reaction at 37 °C from the shapes of the melting 
curves for each duplex as described by Marky.^" Results are 
shown in Figure 3. Due to the large number of different spe- 
cies present in the fully PS-modified AMOs (a random mix 
of R and S isomers should be present at each chiral thio- 
phosphate group, resulting in a total of 2^^ possible variants 
in a 22mer oligonucleotide), these AMOs showed wider melt 
curves and accurate free energies could not be determined 
from melt curve fits. Although the 7^ changes caused by dif- 
ferent modifications appear small, they nevertheless corre- 
spond to large differences in the relative binding affinities at 
37 °C.37,39 example, comparison of the "2'OMe 5'inZEN, 
3'ZEN" AMO (7 = 76.3 °C) with the "2'OMe 3PSends" AMO 
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(7^ = 72.2 °C) shows a A7^ of only 4.1 °C yet the binding 
constant (KJ of the dual-ZEN AMO at 37 °C is about 900- 
times larger than that of the "2'OMe 3PSends" AMO. Indeed, 
to function as a miRNA inhibitor the AMO must bind to and 
inactivate the target miRNA in competition with the miRNA 
binding to its native guide strand or target mRNAs in mlRISC. 
The calculated 900-fold higher binding affinity of the "2'OMe 
5'inZEN, 3'ZEN" AMO compared with the "2'OMe 3PSends" 
AMO indicates that the new design should function as a bet- 
ter miRNA inhibitor. 

Potency of ZEN-AMOs 

Functional potency of different AMO designs were studied 
using a previously validated luciferase reporter system. 
Briefly, a perfect match binding site for hsa-miR-21 was 
cloned into the 3'UTR of Renilla luciferase (RLuc) in the 
PsiCHECK-2 vector which also expresses firefly luciferase 
(FLuc) for use as an internal normalizing transfection control. 
When this reporter plasmid is transfected into HeLa cells, 
Renilla luciferase expression is suppressed by endogenous 
miR-21. Blocking miR-21 using an AMO de-represses RLuc 
to a level that directly relates to the potency of the AMO. A 
large dynamic range and high sensitivity is achieved due to 
the high level of expression of miR-21 in this cell type. Except 
for the two DNA oligonucleotides, which show no anti-miR-21 
activity, and the "2'OMe 5'inZEN, 3'C3" AMO, the set of 
AMOs shown in Figure 3 was tested for potency at doses 
ranging from 0.3 to 30 nM. AMO transfections are typically 
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done either as a 6-hour transfection followed by washing 
the cells and media change (this protocol is preferred when 
the cell type employed shows toxicity with the transfection 
agent/AMO chemistry combination) or as a 24-hour transfec- 
tion with no media change. In either case, miR-21 activity 
is measured 24 hours post-transfection. The relative potency 
of the various AlVIOs was similar using the two-transfection 
protocols. Overall, a higher level of miRNA inhibition is 
achieved using the 24-hour transfection; however, differences 
in potency between the AMO designs are more obvious 
using the 6-hour transfection. Therefore, results using both 



methods are shown, the 6-hour transfection in Figure 4a and 
the 24-hour transfection in Figure 4b. 

The unmodified "2'OMe" AMO showed low activity, most 
lil<ely due to exonuclease degradation; the fully PS-modified 
version ("2'OMe PS") also showed low activity, probably 
due to reduced binding affinity from the 21 PS linkages. The 
original antagomir design, 2'OMe with only three PS linkages 
on each end, showed improved activity, especially with the 
24-hour transfection protocol. Interestingly, ZEN modification 
of the 3'-end ("2'OMe 3'inZEN" and "2'OMe 3'ZEN") resulted 
in only a modest increase in activity while ZEN modification 





Figure 4 Potency profiles of mlR-21 AMOs In HeLa cells, (a) AMOs targeting miR-21 were designed with various chemical compositions 
and transfected at concentrations ranging from 0.3 to 30 nmol/l into HeLa cells expressing the psiCHECK-miR-21 plasmid (a) with the media 
changed 6 hours post-transfection, or (b) with no change in media. Cells were lysed and analyzed for luciferase activity 24 hours post- 
transfection. All values were normalized with the internal firefly luciferase (FLuc) control and reported as a fold change in Renilla luciferase 
(RLuc) compared with the lipid reagent control, which was set at 1 . 7^ values from Figure 3 are aligned above their respective potency profiles. 
AMO, Anti-mlcroRNA oligonucleotides. 
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of the 5'-end ("2'OMe 5'inZEN") led to a large increase in 
activity. This may relate to the greater binding affinity seen 
with the 5'-ZEN modification compared with the 3'-ZEN mod- 
ification (Figure 3), in spite of the benefits gained by block- 
ing 3'-exonuclease attack through the 3'-ZEN modification. 
However, the same effect was observed for the C3 spacer 
modified AMOs: 5'-end modification increased potency 
more than 3'-end modification ("2'OMe 5'inC3" vs. "2'OMe 
3'inC3", 24-hour transfection). In this case, the two AMO 
variants had the same (72 °C) yet the 5'-modified variant 
showed higher potency, in spite of the expectation that the 
3'-modified variant should be more stable in serum and cell 
extract. Therefore, there may some benefit to modification of 
the 5'-end of the AMO (which binds the 3'-end of the target 
mlRNA), unrelated to nuclease resistance and binding affin- 
ity to the target miRNA; we speculate that this may relate to 
the ability of the AMO to invade mlRISC. 

Modification of both ends of the AMO with ZEN led to even 
greater increases in potency ("2'OMe 5'inZEN, 3'inZEN" and 
"2'OMe 5'inZEN, 3'ZEN"). Curiously, for the miR-21 target, 
the "2'OMe 5'inZEN, 3'inZEN" AMO showed slightly higher 
potency than the "2'OMe 5'inZEN, 3'ZEN" variant. Follow- 
ing transfection, AMOs modified with 3'-internal-ZEN were 
expected to lose the 3'-terminal nucleotide to exonuclease 
attack (Figure 2a, b) while the 3'-ZEN was expected to pro- 
tect the 3'-end. It is therefore counterintuitive that the 3'-inter- 
nal-ZEN variant should be more potent, yet this observation 
held true over three separate experiments, each of which 
included three biological replicates. The dual-modified AMOs 
containing 03 spacer modifiers did not show much improve- 
ment in potency ("2'OMe 5'inC3, 3'inC3" and "2'OMe 5'inC3, 
3'C3") over the unmodified "2'OMe" AMO, demonstrating the 
benefit gained from the increased binding affinity imparted 
by the ZEN modification. Full PS modification of the dual- 
ZEN AMO ("2'OMePS 5'inZEN, 3'inZEN") decreased activ- 
ity compared with the phosphodiester version, as expected 
due to the decrease in binding affinity that results from the 
PS modification. However, the "2'OMePS 5'inZEN, 3'inZEN" 
AMO showed much greater activity than the same oligonu- 
cleotide lacking the ZEN modification ("2'OMePS"). Addition 
of a third ZEN modification placed centrally in the ZEN-AMO 
decreased miR-21 inhibition, suggesting that there may be 
a limit on the number of ZEN modifiers placed this closely 
together (data not shown). 

LNA/DNA chimeras are among the most commonly used 
AMO variants today. Potency of the dual-ZEN AMOs was 
nearly identical to the "DNA/LNA PS" AMO. The 2'OMe/ 
LNA chimera is a less commonly used AMO design, but was 
shown to have very high potency in earlier studies. ''■^^ Indeed, 
this design showed the highest potency of any of the miR-21 
AMOs tested, which correlated with its very high 7"^ of 87 °C. 
This high potency, however, comes at the cost of decreased 
specificity (see below). 

Similar studies using a subset of the AMO designs were 
performed for miR-122, miR-24, and miR-16. New lucifer- 
ase reporter vectors were constructed containing perfect 
match sites for these mlRNAs in the RLuc 3'UTR and AMO 
activity assays were performed as before, using only the 
24-hour transfection protocol. The dynamic range of these 
assays was lower than for miR-21 and, as such, their ability 



to discriminate between subtle variations in potency of dif- 
ferent AMOs was less. Sequences of the miR-24 and miR- 
16 AMOs are shown in Supplemental Figure S2A, online. 
These AMOs were transfected into HeLa cells at doses 
ranging from 0.5 to 25 nM; results of the luciferase reporter 
assays are shown in Supplemental Figure S2B, online. 
For the miR-24 AMOs, the original antagomir design ("miR- 
24 2'OMe 3PSends") had the lowest potency of the group 
studied while the dual-ZEN AMOs ("miR-24 2'OMe 5'inZEN, 
3'inZEN" and "miR-24 2'OMe 5'inZEN, 3'ZEN"), the DNA/ 
LNA chimera ("miR-24 DNA/LNA PS") and the 2'OMe/LNA 
chimera ("miR-24 2'OMe/LNA PS") showed similar increases 
in potency. For the miR-16 AMOs, all of the variants showed 
relatively similar potency with the 2'OMe/LNA chimera ("mlR- 
16 2'OMe/LNA PS") showing highest potency at the lower 
doses. 

The miR-122 AMO studies were performed in the Huh-7 
human hepatoma cell line, providing the opportunity to exam- 
ine AMO activity in a different cell type than was used in the 
previous studies (HeLa). In this case, both full-length 22mer 
miR-122 AMOs and a series of 15mer shortened AMOs were 
tested; the 1 5mers were shortened from full-length by trunca- 
tion of six residues from the 5'-end (which binds to the 3'-end 
of the target miRNA) and one residue from the 3'-end. This 
15mer design corresponds to a DNA/LNA-PS chimera AMO 
(SPC3469) that was previously reported by Santaris Pharma 
as an optimized reagent for miR-122 knockdown and which 
has already been demonstrated to perform well in nonhuman 
primate studies.^" Sequences are shown in Figure 5a and 
results are shown in Figure 5b. Within the set of full-length 
22mers, the dual-ZEN modified AMOs ("2'OMe 5'inZEN, 
3'inZEN" and "2'OMe 5'inZEN, 3'ZEN") exhibited similar 
potency to the full-length LNA chimeras ("DNA/LNA PS" and 
"2'OMe/LNA PS"), all of which significantly outperformed the 
original antagomir design ("2'OMe 3PSends"). Unlike miR- 
21, the miR-122 dual-ZEN modified AMOs did not show 
any potency difference whether the 3'-modifier was placed 
internally ("2'OMe 5'inZEN, 3'inZEN") vs. at the terminal posi- 
tion ("2'OMe 5'inZEN, 3'ZEN"). This may be due to the lower 
sensitivity and dynamic range of the miR-122 assay or may 
relate to sequence differences between miR-21 and miR-122. 
The negative control 22mer miR-21 AMO ("miR-21 2'OMe 
5'inZEN, 3'inZEN") had no effect on the miR-122 reporter. 

Within the set of truncated 15mer miR-122 AMOs, the 
dual-ZEN compound ("15mer 2'OMe 5'inZEN, 3'Zen") and 
optimized 2'OMe/LNA chimera ("2'OMe SPC3469") showed 
highest potency, similar to the best of the full-length AMOs. 
In contrast, the DNA/LNA chimera with a simple alternating 
modification pattern ("15mer DNA/LNA PS") and the opti- 
mized candidate therapeutic compound ("SPC3469") were 
less potent. It is not surprising that the optimized 1 5mer DNA/ 
LNA chimera showed lower potency in this context; it was 
intended for use in vivo with naked intravenous administra- 
tion where short oligonucleotides show much better uptake 
and performance than do longer oligonucleotides."" In cell 
culture using facilitated lipid transfection, the longer (higher 
TJ AMOs were expected to have higher potency. In this 
context, the high potency observed for the dual-ZEN miR- 
122 AMO was unexpected. This effect was studied in greater 
detail in the miR-21 system. 
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Name 



iniR-122 AMO Sequences (5'-3')° 



=i 4 



.S 3 



2 2 



miR-21 2'OMe 51nZEN, 3'inZEN 
2'OMe 

2'OMe 3PSends 

2'OMe 5'inZEN, 3'inZEN 

2'OMe 5'inZEN, 3'ZEN 

DNA/LNA PS 

2'OMe/LNA PS 

ISmer 2'OMe 5'inZEN, 3'ZEN 

ISmer DNA/LNA PS 

SPC3469 

2'0Me-SPC3469 



UzC AACAnCAGnCUGAUAAGC UzA 
CAAACACCAOUGUCACACUCCA 
C*A*A*A CACCAUUGOCACAC U*C*C*A 
CzA AACACCAUUGUCACACOC CzA 
CzA AACACCAUUGUCACACDCCAz 
c*&*a*a*£*a*c*C*a*t*I*g*t*£*a*c*&*c*t*C*c*a 
C*A*A*A*C*A*C*C*A*U*I*G*U*£*A*C*a*C*U*£*C*A 
Czc AttGTcaCaCtCCz 
c*£*a*t*I*g*t*C*a*c*A*c*t*£*c 
C*c*A*t*t*S*T*c*a*C*a*£*t*£*C 
C*C*A*U*U*S*T*C*A*C*A*C*U*C*C 



^Lowercase red = DNA; Uppercase black = 2'OMe; Uppercase black underscore = LNA; 
"*" = PS linkage; "z" = ZEN 



miR122 AMOs in Huh-7 cells 
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Figure 5 Potency profiles of miR-122 AMOs in Huh-7 cells, (a) AMOs targeting miR-122 were designed with various chemical compositions 
as either 22mers or ISmers. The full-length miR-21 AMO serves as a negative control, (b) AMOs were transfected into Huh-7 cells expressing 
the psiCHECK-miR-122 plasmid. Cells were lysed and analyzed for luciferase activity 24 hours post-transfection with no change in media. All 
values were normalized with the internal firefly luciferase (FLuc) control and reported as a fold change in Renilla luciferase (RLuc) compared 
with the lipid reagent control, which was set at 1 . AMO, Anti-microRNA oligonucleotides. 



A set of truncated miR-21 AMOs were compared with 
full-length 22mer compounds for relative potency. Truncated 
compounds tested included a dual-ZEN 15mer, 14mer, and 
12mer and a 15mer DNA/LNA PS chimera. Melting tem- 
peratures were measured for these compounds annealed 
to a synthetic miR-21 RNA oligonucleotide. Sequences are 
shown in Supplemental Figure S3A, online and results are 
shown in Supplemental Figure S3B, online. The dual-ZEN 
15mer ("15mer 2'OMe 5'inZEN, 3'ZEN") showed relatively 
high potency but was not as effective at low dose as the two 
full-length 22mer AMOs ("22mer 2'OMe 5'inZEN, 3'ZEN" 
and "22mer DNA/LNA PS"). In contrast, the 15mer dual-ZEN 
miR-122 AMO had equal potency to the 22mer full-length 



versions (Figure 5b). The DNA/LNA chimera ("15mer DNA/ 
LNA PS") was less potent, inhibiting miR-21 activity only at 
the highest doses tested. Interestingly, function was dra- 
matically lost as length was reduced to 14mer and 12mer 
length ("14mer 2'OMe 5'inZEN, 3'ZEN" and "12mer 2'OMe 
5'inZEN, 3'ZEN") where the dual-ZEN AMOs showed little 
or no activity. 

Potency grossly correlated with the measured 7"^: the 
22mer dual-ZEN AMO had a 7^ of 76.3 °C and the less potent 
15mer dual-ZEN AMO had a T"^ of 69.7 °C (AT^ of -6.6 °C). 
The full length DNA/LNA PS AMO had a of 74.5 °G and 
the less potent ISmer DNA/LNA PS AMO had a 7"^ of 65.7 °C 
{AT of -8.8 °G). It is likely that a carefully optimized 15mer 
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DNA/LNA PS chimera would show improved potency, similar 
to the miR-122 SPC3469 reagent. The inactive 14mer and 
1 2mer dual-ZEN AMOs had 7^'s of 66.3 and 57.9 °C, respec- 
tively. The 15mer DNA/LNA PS AIVIO had a slightly lower 
than the 14mer dual-ZEN AMO, yet the DNA/LNA PS chi- 
mera was slightly more potent. measurements typically 
have an expected error of ±0.5 °C. It may be that the LNA 
modification confers some additional advantages, which lead 
to higher potency beyond what is predicted by the mea- 
surements. The abrupt transition seen between the 15mer 
and 14mer AlVIOs suggests that a point may exist where 
AMOs whose AG° of duplex unwinding lies above a certain 
threshold show good potency while those that lie below do 
not. Nearest-neighbor thermodynamic parameters have not 
been determined which permit accurate prediction of the 
AG° and of a dual-ZEN AMO annealed to an RNA target. 
Given the widely varying GC base content (and relative bind- 
ing affinities) seen between all mlRNAs, it therefore seems 
unwise to employ short truncated AMOs like the 15mers 
studied here unless empiric testing and optimization is first 
undertaken; use of a full-length, or near full-length, AMO 
seems most prudent. 

While it is difficult to directly compare the absolute level of 
change in RLuc/FLuc ratios between separate experiments, 
the 15mer dual-ZEN AMO appeared to have higher potency 
in suppressing miR-21 activity (Figure S3b) than the 22mer 
2'OMe/PS chimera ("2'OMe 3PSends", Figure 4b), even 
though the full-length 2'OMe/PS chimera had a higher mea- 
sured (72.2, 2.5 °C higher than the more potent 15mer). 
This may argue for the existence of additional factors beyond 
nuclease stabilization and T increase that contribute to the 
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improved performance of the dual-ZEN AMOs. Possibilities 
include more efficient invasion of mlRISC, improved transfec- 
tion efficiency, or alteration of intracellular distribution. The 
most direct method to assess transfection efficiency is to 
label the nucleic acid that is transfected and track signal post- 
transfection. Unfortunately, the ZEN modifier also functions 
as a dark quencher, so fluorescent tagging of these oligo- 
nucleotides will not work for this purpose. Further, having a 
ZEN modifier at or near the 5'-end of an oligonucleotide inter- 
feres with phosphorylation by polynucleotide kinase, so ^^P 
labeling is not an option. Instead, a series of unlabeled non- 
targeting negative control ("NCI") AMOs were transfected 
into cells and detected using in situ hybridization to a digoxi- 
genin (Dig) labeled 2'OMe anti-AMO probe. Final detection 
was achieved using an anti-Dig antibody and an Alexa Fluor 
647-conjugated secondary antibody (see "Material and Meth- 
ods"). Sequences of the AMOs studied and the anti-AMO 
Dig-probe are shown in Supplemental Figure S4A, online 
and results are shown in Supplemental Figure S4B, online. 
The dual-ZEN AMO ("2'OMe 5'inZEN, 3'ZEN"), DNA/LNA 
chimera ("DNA/LNA PS"), 2'OMe/LNA chimera ("2'OMe/ 
LNA PS") and antagomir ("2'OMe 3PSends") all had grossly 
similar transfection efficiencies as demonstrated by the inten- 
sity of Alexa Fluor 647-dye labeling in the in situ hybridiza- 
tion images. Curiously, the 2'OMe AMO with C3 spacers on 
each end ("2'OMe 5'C3, 3'C3") showed markedly lower Alexa 
Fluor 647 signal than the other AMOs transfected. The termi- 
nal C3 spacers block exonuclease attack, so the lower sig- 
nal does not relate to nuclease stability (Figure 2). Further, 



lower signal is unlikely to be due to poor hybridization as 
higher signal was seen for the "2'OMe 3PSends" AMO which 
has a similar (Figure 3). We therefore believe that this 
compound has a lower transfection efficiency than the other 
AMOs tested. Chemical composition of a transfected nucleic 
acid can affect transfection efficiency; it is possible that the 
greater hydrophobicity of the PS-modified AMOs as well as 
the ZEN modifier improves transfection, at least with certain 
lipids. 

Optimization of ZEN-AIVIO design 

Optimization of ZEN placement at the 3'- and 5'-ends of the 
AMO was studied in greater detail using the miR-21 system. 
To study the 3'-end, miR-21 2'OMe AMOs were synthesized 
with an unmodified 5'-end with the following 3'-modifica- 
tions: 3'ZEN, 3'inZEN, 3'inC3, or with a terminal LNA resi- 
due and a 3'C3 modifier. The LNA residue was employed 
to increase of the C3-modified variants to simulate the 
increase in binding affinity provided by the ZEN modifica- 
tion as one way to isolate effects that come from 3'-nuclease 
stabilization as opposed to those arising from increases in 
binding affinity. While LNA modification is traditionally asso- 
ciated with improved nuclease resistance, oligonucleotides 
remain nuclease sensitive when only a single LNA residue 
is incorporated at the 3'-end. For the designs studied here, 
a 3'-terminal blocking group (such as a C3 spacer) was 
required to protect 3'-LNA modified AMOs from degradation 
by the 3'-exonuclease activity present in serum (see Sup- 
plemental Figure S5, online). Serial truncations ranging 
from 22mer to 19mer length were compared. Melting stud- 
ies were performed to determine 7"^. AMO sequences and 
measured T values are shown in Figure 6a and results of 
the functional potency study are shown in Figure 6b. While 
sequence names indicate the length of the AMO as synthe- 
sized, the chart in Figure 6b has the sequences grouped 
by the expected length after exposure to serum and cellular 
nucleases where AMOs having a 3'inC3 or 3'inZEN loses the 
3'-terminal nucleotide (Figure 2a, b). 

The AMOs that survive transfection as 22mers both 
showed high potency ("22 3'ZEN" and "22 3'LNA,C3") while 
the 22mer with 3'inC3 modification, which drops to 21mer 
length in serum ("22 3'inC3"), showed lower potency, con- 
sistent with its lower measured T (AT of -2 °C) and lower 

m * m ' 

transfection efficiency (Supplemental Figure S4, online). 
As anticipated from earlier results (Figure 4b), the most 
potent AMOs of this series were the 3'-ZEN-modified vari- 
ants which survive serum exposure as 21 mors ("22 3'inZEN" 
and "21 3'ZEN"); the 21mer LNA variant ("21 3'LNA,C3") 
was significantly less potent, in spite of having a similar 7"^. 
A large reduction in potency was seen as the length was fur- 
ther reduced to a 20mer or a 1 9mer. The "3'inZEN,C3" AMO 
was protected at 22mer length by the terminal C3 modifier 
but in this case, the ZEN group was placed between nucleo- 
tides 19 and 20. It showed low potency, consistent with its 
lower 7"^ (A 7"^ of around -4 °C compared with "21 3'ZEN"). 
At least for the miR-21 system, potency correlated with a 
combination of high and having a final 21 mer AMO paired 
to the 22mer miR-21 . This may relate more to the interaction 
of the AMO with the mlRNA in mlRISC more than the pre- 
dicted 7"^ of the AMO with the mlRNA (see later discussion). 



Molecular Therapy — Nucleic Acids 



Improved Anti-miRNA Oligonucleotides 

Lennox etal. 



11 



miR-21 AMO sequences^ 



2'OMe 22 3'ZEN 


U 


c 


A 


A 


C 


A 


U 


c 


A 


S 


U 


c 


u 


G 


A 


U 


A 


A 


G C U Az 


74.0 


2'OMe 22 3'LNA, C3 


U 


c 


A 


A 


C 


A 


U 


c 


A 


G 


U 


c 


u 


G 


A 


U 


A 


A 


G C U ft"^ 


73.8 


2'OMe 22 S'inCS 


U 


c 


A 


A 


c 


A 


u 


c 


A 


G 


D 


c 


u 


G 


A 


u 


A 


A 


G C U'A 


72.0 


2'OMe 22 3'inZEN 


U 


c 


A 


A 


c 


A 


u 


c 


A 


G 


0 


c 


u 


G 


A 


u 


A 


A 


6 C UzA 


73.4 


2'OMe 21 3'ZEN 


U 


c 


A 


A 


c 


A 


0 


c 


A 


G 


n 


c 


u 


G 


A 


u 


A 


A 


G C Ul 


71.9 


2'OMe 21 3'LNA, 03 


U 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G 


A 


u 


A 


A 


G C U" 


72.1 


2'OMe 21 3'inZEN 


a 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G 


A 


u 


A 


A 


G CzU 


70.9 


2'OMe 20 3'ZEN 


u 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


a 


G 


A 


u 


A 


A 


G Cz 


70.6 


2'OMe 20 3'LNA, 03 


u 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


a 


G 


A 


u 


A 


A 


G S" 


70.8 


2'OMe 20 3'inZEN 


u 


c 


A 


A 


c 


A 


u 


c 


A 


G 


0 


c 


u 


G 


A 


0 


A 


A 


GzC 


66.5 


2'OMe 19 3'ZEN 


u 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G 


A 


u 


A 


A 


Gz 


67.3 


2'OMe 19 3'LNA, 03 


u 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G A U A A 


67.4 


2'OMe 22 3'inZEN, 03 


a 


c 


A 


A 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G 


A 


u 


A 


A 


GzC U A' 


67.9 



^Uppercase ^ 2'0l\/le; Uppercase underscore - LNA; "z" = ZEN; = C3 spacer 
''Duplexes were annealed in 1 50 mmol/l Na^ buffer to an RNA complement. 




miR-21 AMO 3' end variants in HeLa cells 



2'OMe 2'OMe 



3'ZEN 3'LNA, C3 

22mer 



2'OMe 2'OMe 2'OMe 2'OMe 

22 22 21 21 

3'inC3 3'inZEN 3'ZEN 3'LNA, 03 

21mer 



2'OMe 2'OMe 2'OMe 

21 20 20 

3'inZEN 3'ZEN 3'LNA, 03 

20mer 



2'OMe 2'OMe 2'OMe 

20 19 19 

3'inZEN 3'ZEN 3'LNA, 03 



I 0.3 nmol/l 
I 1 nmol/l 
I 3 nmol/l 
I 10 nmol/l 
I 30 nmol/l 



2'OMe 

22 Oligo synthesis length 

3'inZEN, 03 

Ollgo length In cell 



Figure 6 3'-end optimization of miR-21 AlVIO designs, (a) 2'OMe AMOs targeting miR-21 were designed with serial nucleotide truncations 
at the 3'-end. 3'-ends were modified with either 3'ZEN, 3'inZEN, or a terminal LNA residue with 3'C3. 5'-ends were unmodified. Measured 
values are shown to the right, (b) AMOs were transfected into HeLa cells expressing the psiCHEGK-miR-21 plasmid. Cells were lysed 
and analyzed for luciferase activity 24 hours post-transfection with no change in media. All values were normalized with the internal firefly 
luciferase (FLuc) control and reported as a fold change in Renilla luciferase (RLuc) compared with the lipid reagent control, which was set at 
1 . AMOs are grouped according to their final "nuclease resistant length", not their length as synthesized, to account for anticipated loss of the 
3'-terminal nucleotide to 3'-exonuclease attack for the 3'inZEN designs. AMO, Anti-microRNA oligonucleotides. 



A similar 3'-end optimization study was done for the miR- 
122 AMO. Sequences studied are shown in Supplemental 
Figure S6A, online. As before, the miR-122 AMOs were 
functionally studied in Huh-7 cells; results are shown in 
Supplemental Figure S6B, online. In this case, the AMOs 
having a final functional length of 22mer ("22 3'ZEN") 
and 21mer ("22 3'inZEN" and "21 3'ZEN") showed identi- 
cal potency. However, as with miR-21, the activity rapidly 
decreased as the length of the intact AMO dropped to a 
20mer or a 19mer. The reductions in potency observed here 
with a small number of 3'-base deletions is far more dramatic 
than that seen previously (Supplemental Figure S3, online) 
for larger 5'-truncations. The 3'-end of the AMO binds the 
miRNA seed region, which is critical to AMO function and 
which presumably relates to the large loss of potency seen 
with 3'-truncations in the AMO sequence. In addition, the 
compounds studied in Supplemental Figure S3, online 
were dual-ZEN modified, whereas the end optimization stud- 
ies were performed using only a single-ZEN modification, to 
better isolate end effects. 

For optimization at the 5'-end, a set of miR-21 2'OMe 
AMOs were synthesized having either a 5'ZEN or 5'inZEN 
modification with a C3 spacer modifier at the 3'-end to 



block exonuclease attack. Serial truncations ranging from 
22mer to 1 9mer length were compared. In this case, length 
of the intact AMO following transfection is expected to be 
unchanged from the original oligonucleotide synthesized. 
AMO sequences are shown in Figure 7a and results of 
the functional potency study performed in HeLa cells are 
shown in Figure 7b. Unlike at the 3'-end, variation in the 
5'-end design did not show large differences and in gen- 
eral functional potency slowly decreased as the AMOs 
were shortened. A similar 5'-end optimization study was 
performed for miR-122 AMOs in Huh-7 cells. Sequences 
are shown in Supplemental Figure S7A, online and func- 
tional results are shown in Supplemental Figure S7B, 
online. Like the results for the miR-21 AMOs, variations in 
the 5'-end did not show large differences in potency and 
in general functional potency just slowly decreased as the 
length of the AMO decreased. The aggregate of data from 
the study of nuclease stability, 7^, and potency indicated 
that the optimal design of a dual-ZEN AMO is a 2'OMe 
oligonucleotide with 5'inZEN and 3'ZEN modifiers using 
a sequence complementary to the target miRNA, deleting 
the 3'-terminal residue so that the AMO is one nucleotide 
shorter than the target miRNA. 
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miR-21 AMO sequences^ 



2'OMe 22 5'ZEN/3'C3 


zU C A A 


C 


A 




c 


A 


6 


tJ 


c 


a 


6 


A 


0 


A 


A 


6 


C 


w 


A* 


2'OMe 22 5'inZEN/3'C3 


UzC A A 


c 


A 


u 


c 


A 


S 


U 


c 


n 


G 


A 


U 


A 


A 


G 


c 


u 


A* 


2'OMe 21 5'ZEN/3'C3 


zC A A 


c 


A 


u 


c 


A 


G 


U 


c 


u 


G 


A 


u 


A 


A 


G 


c 


u 


A" 


2'OMe 21 5'inZEN/3'C3 


CzA A 


c 


A 


0 


c 


A 


G 


U 


c 


u 


G 


A 


0 


A 


A 


G 


c 


u 


A-^ 


2'OMe 20 5'ZEN/3'C3 


zA A 


c 


A 


n 


c 


A 


G 


u 


c 


n 


G 


A 


0 


A 


A 


G 


c 


u 


A* 


2'OMe 20 5'inZEN/3'C3 


AzA 


c 


A 


u 


c 


A 


G 


u 


c 


u 


G 


A 


u 


A 


A 


G 


c 


u 


A'< 


2'OMe 19 5'ZEN/3'C3 


zA 


c 


A 


0 


c 


A 


G 


0 


c 


n 


G 


A 


0 


A 


A 


G 


c 


u 


A-^ 



^uppercase = 2'OMe; "z" = ZEN; 'w = C3 spacer 



miR-21 AlVIO 5'end variants in HeLa cells 



mm 

2'OMe 2'OMe 2'OMe 2'OMe 2'OMe 2'OMe 2'OMe 

22 22 21 21 20 20 19 

5'ZEN, 5'inZEN, 5'ZEN. 5'inZEN, 5'ZEN, 5'inZEN, 5'ZEN, 

3'C3 3'C3 3'C3 3'C3 3'C3 3'C3 3'C3 



I 0.3 nmol/l 
I 1 nmol/l 
I 3 nmol/l 
I 10 nmol/l 
I 30 nmol/l 



Figure 7 5'-end optimization of miR-21 AlVIO designs, (a) 2'OMe AMOs targeting miR-21 were designed with serial truncations at tlie 
5'-end.The 5'-ends were modified witli either 5'ZEN or 5'inZEN. 3'-ends were modified with a 3'C3 to block exonuclease attack, (b) AMOs 
were transfected into HeLa cells expressing the psiCHECK-miR-21 plasmid. Cells were lysed and analyzed for luciferase activity 24 hours 
post-transfection with no change in media. All values were normalized with the internal firefly luciferase (FLuc) control and reported as a fold 
change in Renilla luciferase (RLuc) compared with the lipid reagent control, which was set at 1 . AMO, Anti-microRNA oligonucleotides. 



AMO specificity 

A variety of features contribute to AMO potency, with 
increased binding affinity to the targeted miRNA being one 
of the most influential factors.'' We previously suggested that 
increasing binding affinity will increase potency up to some 
threshold level, after which gains in potency are relatively 
small and further increases in binding affinity only serve to 
increase the potential for unintended hybridization to closely 
related targets.^ The original antagomir design ("2'OMe 
SPSends") shows a lower 7^ and lower potency than other 
designs tested in the present study and would be predicted 
to show the highest specificity. Single base discrimination 
has been reported using this design to suppress miR-122 
in mouse livers. The DNA/LNA chimeras and dual-ZEN 
AMOs have relatively similar T^s and potency; however, the 
LNA residues are placed internally throughout the sequence 
while ZEN modifications are terminal, which may alter mis- 
match discrimination between these designs. To test whether 
this positional difference of the high binding affinity modifi- 
cations in the LNA chimeras vs. the ZEN-AMO constructs 
affects specificity, mutations were placed in a series of miR- 
21 AMOs at one, two or three positions (Figure 8a and 
Supplemental Figure S8, online). Specificity of the various 
designs was tested using the wild type miR-21 RLuc reporter 
and results are shown in Figure 8b. The "2'OMe 5'inZEN, 
3'inZEN", "2'OMe 5'inZEN, 3'ZEN" and "DNA/LNA PS" 
AMOs all showed similar specificity where a single mismatch 
could be discriminated at lower doses (3 nmol/l or less) and 
two mismatches were easily distinguished at all doses stud- 
ied. As predicted, the "2'OMe 3PSends" AMO showed the 
highest specificity and loss of activity with a single mismatch; 



however, it also demonstrated the lowest potency. As 
expected, the least specific AMO in the group was the 2'OMe/ 
LNA chimera ("2'OMe/LNA PS"), which retained activity even 
with two mismatches. As an alternative way of viewing the 
specificity data. Supplemental Figure S9, online shows the 
ratio between the activity of the mutant and perfect match at 
various doses, where a fold change of "1" indicates identical 
activity between the mismatched AMO and the perfect match 
AMO. The rank order of specificity of the AMO designs is: 
"2'OMe 3PSends" > dual-ZEN or DN/VLNA PS chimera » 
2'OMe/LNA PS chimera. 

Toxicity of the different AlUlO designs 

It is well known that synthetic oligonucleotides can have signifi- 
cant toxic effects when transfected into mammalian cells. Some 
of these effects relate to the presence of foreign nucleic acids 
in cells (for example, some compounds can trigger an innate 
immune response), some are specific to certain chemical mod- 
ifications, and some relate to or are influenced by the transfec- 
tion reagent. Thus, the AMOs studied here could cause toxicity 
through a variety of mechanisms. 2'OMe RNA is a natural 
nucleic acid that has no significant chemical toxicity of its own; 
in fact, it can block unwanted immune responses caused by 
RNA."^ The well-known toxicities associated with LNA residues 
have already been discussed. PS linkages can cause cytotox- 
icity, often in an incremental progression that directly correlates 
with the number of PS linkages present and is worse when 
used with DNA than 2'-modified residues (Behike and Lennox, 
unpublished observation).^"'*^ ZEN is a new non-nucleotide 
modifying group that has not previously been studied for pos- 
sible toxic effects. The relative toxicity of various AMO designs 
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were compared in HeLa cells using a 22mer nontargeting neg- 
ative control sequence (NCI) unrelated to any known liuman 
miRNA. Sequences of the AMOs tested are shown in Figure 9. 
After verification that all oligonucleotides were free from endo- 
toxin contamination, the AMOs were transfected at 10, 30, and 
100 nmol/l concentrations using three different transfection 
reagents Lipofectamine RNAIMAX, INTERFERin and Lipo- 
fectamine 2000. Cells were examined visually by microscopy at 
24-hour post-transfection and then were analyzed for signs of 
cytotoxicity (from necrosis and/or apoptosis) using a commer- 
cial assay. Treatment with 1 pmol/l staurosporine was included 
as a positive control for cytotoxicity. Photomicrographs showing 
images of the cultures at 24-hour post-transfection using Lipo- 
fectamine RNAilVlAX are shown in Figure 10. Results obtained 
from testing cultures with a semi-quantitative commercial toxic- 
ity assay are shown in Suppiemental Figure S10, online for all 
three transfection reagents. 

Unmodified 2'OMe RNA showed no toxicity under any dose 
tested using all three transfection reagents. The dual-ZEN 



modified AMO ("2'OMe 5'inZEN, 3'ZEN") and "2'OMe/LNA 
PS" AMO showed normal appearing cells to visual exami- 
nation (Figure 10) and had a slight reduction in cell viability 
detected for the Lipofectamine transfection reagents but not 
when using the INTERFERin (Supplemental Figure 810, 
online). The "2'OMe SPSends" AMO (which is limited to six 
PS linkages) showed obvious cell death to visual examina- 
tion with toxicity that varied with dose and which transfection 
reagent was employed; greatest toxicity was seen when using 
the Lipofectamine 2000 reagent. Two different syntheses of 
the NCI "2'OMe SPSends" oligonucleotide as well as a differ- 
ent negative control sequence gave the same results (data not 
shown). The "DNA/LNA PS" AMO showed the highest toxicity 
resulting in up to 80% cell death. Interestingly, the "2'OMe/LNA 
PS" oligonucleotide was less toxic when compared with the 
"DNA/LNA PS" AMO, suggesting that substitution of 2'OMe 
residues for DNA might elicit some protection. This protective 
effect from the 2'OMe modification is not a result of evading a 
TLR9 innate immune response from DNA CpG motifs in the 



Mutant type 



miR-21 AMO sequences {5'-3y 



Wildtype 


U 


c 


A 


A 


C 


A 


U 


c 


A 


6 


n 


c 


a 


GAQAAGCUA 


MUT 1 


u 


c 


A 


A 


c 


A 


0 


c 


A 


S 


u 


c 


A 


GAUAAGCDA 


MUT2 


u 


c 


A 


A 


c 




0 


c 


A 


S 


o 


c 


A 


GAUAAGCDA 


MUT 3 


0 


c 


A 


A 


c 




n 


c 


A 


S 


u 


c 


A_ 


GAnAA£]CDA 



^Mutations are notated as blue nucleotides enclosed In red boxes 



Specificity of miR-21 AMOs in HeLa after 24 flours 




OMUT 1 MUT 2 MUT 3 MUT 0 MUT 1 MUT 2 MUT 3 MUT 0 MUT 1 MUT 2 MUT 3 MUT 0 MUT 1 MUT 2 MUT 3 MUT 0 MUT 1 MUT 2 MUT 3 MUT 



2'OMe 
3PSends 



2'OMe 
5'inZEN, 3'inZEN 



2'OMe 
6'inZEN, 3'ZEN 



DNA/ 
LNA PS 



2'OMe/ 
LNA PS 



Figure 8 Specificity of miR-21 AlVIOs. (a) Five different miR-21 AMO designs were synthesized complementary to either the wild type miR- 
21 sequence or containing 1 , 2, or 3 mismatches, (b) AMOs were transfected into HeLa cells expressing the psiCHECK-miR-21 plasmid. Cells 
were lysed and analyzed for luciferase activity 24 hours post-transfection with no change in media. All values were normalized with the internal 
firefly luciferase (FLuc) control and reported as a fold change in Renilla luciferase (RLuc) compared with the lipid reagent control, which was 
set at 1 . AMO, Anti-microRNA oligonucleotides. 



Name NC1 AMO sequences (B'-S')" 



NC1 2'OMe 


GCGUAUUAUAGCCGAUUAACGA 


NC1 2'OMe 3PSends 


G*C*G*U AUUAUAGCCGAUUA A*C*G*A 


NC1 2'OMe 5'inZEN, 3'ZEN 


GzC GUAUUAUAGCCGAUUAACGAz 


NC1 DNA/LNA PS 


g*£*g*t*a*t*t*a*t*a*S*c*c*S*a*t*l*a*a*C*g*a 


NC1 2'OMe/LNA PS 


G*£*G*U*a*U*U*a*U*A*S*C*C*S*A*U*I*A*A*C*G*A 



''Lowercase red = DNA; Uppercase black = 2'OMe: "*" = PS linkage; "z" = ZEN insertion 
Uppercase black underscore = LNA 



Figure 9 Sequences of nontargeting AlVIOs employed in toxicity testing. A sequence that does not target any known miRNAs (NCI) was 
synthesized using the AMO designs shown. AMO, Anti-microRNA oligonucleotides. 
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Cells Only 
Neg Con 


RNAiMAX 
Neg Con 


Staurosporine 
Pes Con 


Controls 










10 nmol/l 


30 nmol/l 


100 nmol/l 


2'OMe 




■' ~ ■ 












2'OMe 1 
3PSends | 
















2'OMe 

5'inZen, 3'ZEN 








DNA/LNA 
PS 
















2'OMe/LNA 
PS 

















Figure 10 Toxicity testing of nontargeting AlVIOs in HeLa cells. The NCI AMDs (Figure 9) were transfected into HeLa cells at 10, 30, and 

100 nmol/l concentrations and visualized using pliase contrast microscopy at lOx magnification. A 100-micron scale bar is indicated in eacli 
photomicrograpli. Staurosporine is a positive control toxic compound. AMO, Anti-microRNA oligonucleotides. 



oligonucleotide,"^ as substitution of 5-methyl-deoxycytosine 
for deoxycytosine in the "DNA/LNA PS" AMO does not alter 
toxicity of this compound (data not shown). 

Discussion 

This study describes a novel non-nucleotide modification 
(N,N-diethyl-4-(4-nitronaphthalen-1 -ylazo)-phenylamine or 
"ZEN") that is useful in antisense applications. The present 
investigation was focused on improving reagents to suppress 
mlRNA activity, but the new ZEN modifier should also be use- 
ful in other antisense applications, such as splice-switching 
or to suppress mRNA translation. The most significant prop- 
erty of the ZEN modification is that it increases the of an 
oligonucleotide when placed either as an insertion between 
nucleotides or at the terminal ends of an oligonucleotide and 
thereby enhances the potency of the antisense compound. 
Interestingly, the magnitude of the T increase is greater 



when the modification is used at the 5'-end of the oligonucle- 
otide than at the 3'-end and is additive when placed at both 
ends. The new compound is a planar, hydrophobic molecule 
that may fit between bases and contribute to base stacking 
interactions. Alternatively, when the ZEN group is placed at 
or near the end of the oligonucleotide, it may contribute to 
stacking interactions by capping the end of the duplex. Future 
studies will include NMR and/or X-ray crystallography to bet- 
ter understand the mechanisms at work, which may suggest 
ways to modify the compound to improve this effect. 

ZEN, like most non-nucleotide modifiers, can block exo- 
nuclease attack when incorporated at the 5'- and 3'-ends of 
the oligonucleotide. This property combined with the boost in 
binding affinity, enables use of the ZEN modifier with a simple 
2'OMe RNA oligonucleotide backbone without the need for 
other 7^-enhancing modifications, such as LNA residues, or 
nuclease resistant modifications, such as PS linkages, thereby 
avoiding their associated toxicities. In addition, the ZEN 
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Table 1 A comparative analysis of desired AMO characteristics 



AMO 


Nuclease stability 




Potency 


Specificity 


Toxicity 


IVIixture of diastereomers 


2'OMe 


+ 




+ 


ND 




None 


2'OMe, 5'inZEN, 3'ZEN 


++++ 


TT 


+++ 


+++ 


+/- 


None 


2'OMe 3PSends 


+++ 


4. 


++ 


++++ 


++ 


++ 


DNA/LNA PS 


+++ 


TT 


+++ 


+++ 


+++ 


++++ 


2'OMe/LNA PS 


+++ 


TTTT 


++++ 


+ 


+ 


++++ 



AIVIO, Anti-microRNA oligonucleotides. 

The effectiveness of the modification pattern on a given characteristic is scored as follows: +, relative level, with "+", low and "++++", high; -, baseline value; 
"T" = an increase in value; "-L" = a decrease in value. 
ND, not determined. 



modification does not introduce a new cliiral center into tlie 
molecule, avoiding tlie complication of having a mixture of dia- 
steriomers present. Table 1 provides a summary of the various 
features of the different AMOs compared in the present study. 
While all of the AMOs studied showed good stability against 
degradation in serum or cell extract, the "2'OMe 5'inZEN, 
3'ZEN" AlVIOs were unique in that they were completely resis- 
tant to both endo- and exonuclease attack. The "2'OMe/LNA 
PS" AMO by far had the highest of all of the compounds, 
was the most potent, and was fairly nontoxic; however, it had 
the lowest specificity The "DNA/LNA PS" AMO had a high 7"^, 
was potent and showed good specificity; however, this AMO 
construct had high toxicity, even when used with HeLa cells 
(a fairly robust cell line). The "2'OMe 3PSends" AMO had the 
highest specificity of the group, but, with its lower 7"^, showed 
the lowest potency and surprisingly also had some degree of 
toxicity The dual-ZEN modified "2'OMe 5'inZEN, 3'ZEN" AMO 
had the best combination of properties, including a high T^, 
high potency, good specificity, and low toxicity. 

The 3' end of an AMO is an important determinant of AMO 
functionality as it binds to the mlRNA seed region (the most crit- 
ical mlRNA domain, spanning from bases 2-8 on the 5' end). 
AMOs are usually designed to be full length, perfect match 
complements to the target mlRNA, unless potent T^-enhanc- 
ing modifications like LNAs are employed. Without the use of 
T^-enhancing modifications, truncation of an AMO lowers the 
binding affinity to the target and results in reduced potency. One 
notable exception to this rule is that deletion of the 3'-terminal 
nucleotide in the dual-ZEN AMOs showed increased potency 
against the miR-21 target (or resulted in no change in potency 
for the miR-122 target); in no case tested has this decreased 
potency This intriguing result may be explained by how the 
mlRNA associates with the AG02 protein in mlRISC. The 5' 
terminal nucleotide of the miRNA (complementary to the 3'-end 
of the AMO) is embedded in a deep pocket in between the MID 
and PIWI domains of AG02'" and is not available for hybridiza- 
tion to the AMO. Presumably, the ZEN modification requires 
interaction with the miRNA to increase binding affinity, so hav- 
ing the ZEN positioned opposite of residue #2 of the miRNA 
may result in a more energetically favorable interaction than 
when it is aligned with the 5'-terminal nucleotide of the miRNA, 
which is bent away from the AMO. This is consistent with results 
from a previous study, which also described benefits from a 
single nucleotide truncation at the 3'-end of an AMO.^' 

The most potent AMO, the 2'OMe/LNA chimera ("2'OMe/ 
LNA PS") had the lowest specificity and suppressed miR-21 



activity even when two mismatches were present. This design 
would be appropriate to use if it was desired to suppress 
multiple related species, such as targeting an entire miRNA 
family. It was recently reported that short 8mer LNA-PS oli- 
gonucleotides, which bind to the miRNA seed region, could 
be used to inhibit entire families of miRNAs."'' It would be 
interesting to test if addition of the ZEN modification to the 
tiny LNA AMOs results in increased potency. 

A large increase in potency was observed with the addition 
of the ZEN modifiers ("2'OMe 5'inZEN, 3'ZEN") or LNA resi- 
dues ("DNA/LNA PS") compared with the "2'OMe 3PSends" 
AMO, yet the only increased by 2-4 °C. In contrast, the 
"2'OMe/LNA PS" AMO showed only a modest increase in 
potency over the dual-ZEN AMOs in spite of an additional 
increase in 7^ of 1 1 °C (Figure 4). Further, the miR-21 dual- 
ZEN AMO truncation experiment (Supplemental Figure S3, 
online) showed a sharp transition between 15 and 14 base 
lengths, where efficacy was suddenly lost. These observa- 
tions are consistent with the idea that a threshold binding 
affinity exists and reagents with a AG° change above this 
level work well and those with a AG" below this level do not. 
We speculate that this threshold AG" identifies a point where 
the AMOimiRNA duplex can no longer be unwound by the 
helicase activity present in mlRISC (which is responsible 
for separating the passenger and guide strands). Once this 
required level of stability has been achieved, further increases 
in binding affinity simply serve to reduce specificity without 
compensatory gains in potency.^ Davis et a!?'' observed that 
a good AMO makes a poor sIRNA passenger strand: it can- 
not be degraded by Ago2 or unwound by RISC helicase. We 
found that the dual-ZEN AMO design indeed made a poor 
passenger strand and sIRNAs made using this modification 
pattern are inactive (data not shown). 

Toxicity from chemical modification of synthetic oligonucle- 
otides can confound data interpretation, especially if the knock- 
down target is itself involved in cell viability. Cells transfected 
with the dual-ZEN AMOs appeared normal and healthy to 
visual inspection with little evidence for toxicity when trans- 
fected using a variety of cationic lipids into HeLa cells, even 
at high concentrations of AMO (100 nmol/l). Clear evidence 
for toxicity was observed with both PS and LNA modifications, 
especially when used in combination with DNAs, and varied 
with different lipid transfection reagents. INTERFERin showed 
the least adverse effects when using LNA or PS modifications. 
Much higher potency was seen if the AMO/lipid complex was 
left on the cells for 24 hours rather than 6 hours and use of this 
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Seed region 



5' pRRRBRRBRRRRRRBRRRRRRRR 3' Target miRNA 
3' zHMMMMMMMHMMMMHMMMMM HzM 5' ZEN-AMO 

Figure 1 1 Preferred design of ZEN-AMOs. The preferred design 
of ZEN-AMOs for use in vitro is shown with the mature target miRNA 
on top (5' to 3') and the dual-ZEN AlVIO aligned below (3-5'). M, 
2'OMe RNA, R, RNA, p, phosphate, and z, ZEN modifier. The 
miRNA seed region (bases 2-8) is indicated. AMO, Anti-microRNA 
oligonucleotides. 

protocol is recommended if the cell line employed can toler- 
ate prolonged exposure to lipids and AMOs without toxic side 
effects. 

Although efficacy was demonstrated for dual-ZEN AMOs 
as short as 15mers (Figure 5 and Supplemental Figure S3, 

online), this length is borderline to the threshold where function 
is lost, at least for miR-21 . Shorter length may be tolerated for 
miRNAs with higher GC content. However, in the absence of 
empiric testing or the ability to predict the of a 2'OMe-ZEN 
oligonucleotide duplexed with an RNA target, it seems prudent 
to routinely make the dual-ZEN AMOs at or near full length for 
the target miRNA. We sometimes observed increased potency 
if the dual-ZEN AMO was truncated from full length by one base 
from the 3'-end; we have not yet observed any loss of potency 
from this short deletion. We therefore recommend that dual-ZEN 
AMOs be designed as (A/-1 )mer from perfect complementarity 
to the target miRNA, deleting the 3'-terminal residue (leaving 
the 5'-terminal base of the miRNA unpaired), as schematically 
shown in Figure 11. This approach should ensure high potency 
regardless of GG-content of the target miRNA. 

In vivo testing of the dual-ZEN AMOs is in progress. Prelimi- 
nary experiments indicate that no obvious toxicity results from 
direct IV injection of ZEN-modified oligonucleotides into mice 
(data not shown). Historical experience using antisense oligo- 
nucleotides with naked IV injection suggests that PS modifica- 
tion of the antisense oligonucleotide facilitates cell uptake and 
improves pharmacodynamics through increased binding to 
serum proteins (primarily albumin), increasing serum half-life 
and decreasing the rate of urinary excretion. ^"■''^ We find that 
PS modification of the dual-ZEN AMOs lowers binding affinity 
and lowers potency in vitro. Short antisense oligonucleotides 
(such as 12-14mers) penetrate tissues and enter cells with 
higher efficiency than long antisense oligonucleotides (such as 
20mers).'"' These observations argue against use of full-length 
(phosphodiester) dual-ZEN AMOs in vivo without a delivery 
vehicle. It may be possible through use of additional 7^-enhanc- 
ing modifications that a variant dual-ZEN AMO may tolerate PS 
modification and retain potency when extensively truncated. 
The first in vivo experiments using dual-ZEN AMOs, however, 
will employ the current optimized design (Figure 11) complexed 
with a delivery vehicle that permits in vivo administration of 
phosphodiester oligonucleotides that are >20mer length. 

Materials and methods 

Oligonucieotide synthesis and quantification. All oligonu- 
cleotides employed in this study were synthesized using 
standard phosphoramidite chemistry, purified by RP-HPLG 



and used in sodium salt form (Integrated DNA Technolo- 
gies, Goralville, lA). The predicted masses for the oligo- 
nucleotides were verified by electrospray-ionization mass 
spectrometry (ESI-MS) and were within ±0.02%, and capil- 
lary electrophoresis analysis confirmed all had >90% purity. 
The oligonucleotide concentrations were determined from 
UV absorbance at 260 nm and estimated extinction coef- 
ficients."'' LNA, 2'-0-methyl RNA and phosphorothioate 
modifications were assumed to have negligible effect on 
the extinction coefficient. Each ZEN modification increased 
the oligonucleotide extinction coefficient by 13,340 l/(mol 
cm). Oligomer concentrations for the UV melting experi- 
ments were measured at 85 °C and were estimated twice 
for each sample using different dilution factors. The mea- 
surements were discarded and repeated if the concentra- 
tions differed by more than 4%. 

UV melting experiments. The AMO duplex samples were 
melted in a buffer containing 131 mmol/l NaGI, 10 mmol/l 
sodium phosphate, 1 mmol/l Na^EDTA (total [Na+] = 150 
mmol/l). A similar buffer was used for the lOmer DNA 
duplexes, but NaGI concentration was 1 mol/l. The pH was 
adjusted to 7.0 using 1 mol/l NaOH. Ghemicals of p. a. or 
better purity were obtained from Thermo Fisher Scientific 
(Pittsburg, PA, USA). Stock solutions of the single strand 
oligomers were dialyzed against an IDT TE buffer solu- 
tion (Integrated DNA Technologies, Goralville, lA, USA) 
containing 10 mmol/l Tris and 0.1 mmol/l EDTA (pH = 7.5) 
for at least 24 hours. Molecular weight cutoff of Spectra/ 
Por 7 dialysis membrane (Spectrum Laboratories, Rancho 
Dominguez, GA, USA) was 1 ,000. The complementary anti- 
mlRNA oligonucleotides were mixed with a synthetic miR- 
21 RNA (5' pUAGGUUAUGAGAGUGAUGUUGA where 
all nucleotides are RNA and "p" denotes a phosphate) in 
1:1 molar ratios, heated to 95 °G for 2 minutes, and slowly 
cooled to room temperature for 20 minutes. 

Methods and analyses of melting experiments were pre- 
viously published.'*^'"' Optical melting experiments were 
conducted using a single-beam Beckman DU 650 spec- 
trophotometer with a Micro Tm Analysis accessory, a 
Beckman High Performance Peltier controller, and a 1 cm 
path-length cuvette (Beckman Goulter, Fullerton, GA, USA). 
Absorbance values at 268 nm as a function of temperature 
were acquired every 0.1 °G in the temperature range of 
10-98 °G. Duplexes were melted at a total single strand 
concentration (C,) of 2 tjmol/l. Heating (denaturation) and 
cooling (annealing) transition curves were recorded at a 
constant temperature change rate of 25 °G/hour. Six to 
eight melting curves were collected for each duplex in dif- 
ferent cuvettes. The absorbance values of the buffer melt- 
ing curves were subtracted from the duplex melting curves. 
The melting curves were corrected for linear sloping base- 
lines"'''"' and smoothed by a digital filter. The values were 
defined"^"" as temperatures where the fraction of melted 
base pairs (0) is equal to 0.5. Average standard deviation 
of melting temperatures was 0.6 °G. Heating and cooling 
melting curves were superimposable indicating that reac- 
tion conditions close to equilibrium were achieved for all 
duplex samples. Enthalpy and free energy changes of melt- 
ing transition were estimated from derivative profiles, ^'"'^ 
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where R is the ideal gas constant. This approach assumes 
that transition enthalpies and entropies are temperature- 
independent and melting transitions proceed in two-state 
manner.^" 

Serum stability assay. A male mouse was sacrificed via cervi- 
cal dislocation followed by immediate dissection of the liver 
as previously described." Briefly, 1 g of liver tissue was placed 
into 10 ml of T-PER tissue protein extraction reagent (Pierce, 
Rockford, IL, USA) containing a 1 out of 100 volume cocktail 
of protease inhibitors (Sigma-Aldrich, St. Louis, MO, USA). 
The liver-extraction reagent mixture was homogenized at 
35,000 RPMs for 1 min using a 10 mm stainless steel probe 
on an Omni TH homogenizer (Omni International, Kennesaw, 
GA), followed by centrifugation at 10,000xg for 5 min. The 
supernatant was stored at -80 °C. 

The AMOs were diluted to 15 pmol/l in phosphate buffered 
saline (PBS) in a 70 fjl total reaction volume and incubated 
in 10 and 50% nonheat-inactivated FBS (Life Technologies, 
Grand Island, NY, USA), or 20 and 50% mouse liver protein 
extract at 37 °C for 0, 2, 6, 24 or 96 hours. Degradation reac- 
tions were stopped at each time point by adding an equal vol- 
ume of 2x formamide gel loading buffer (90% formamide, 1 x 
TBE, 0.025% w/v bromophenol blue, and 0.025% w/v xylene 
cyanol) and immediately flash freezing on dry ice with -80 °C 
storage. Two hundred picomoles (13.33 ^jI) of each reaction 
was heated to 95 °C for 5 min and placed on ice for 2 min- 
utes, loaded on 7mol/l urea 20% polyacrylamide gels and 
electrophoresed at 30 mA. Gels were stained for 30 minutes 
in a methylene blue solution (0.02% w/v methylene blue in 
0.1 X TBE), destained in several washes of H^O for 2 hours 
and images were generated with an HP Scanjet 4850 Photo 
Scanner (Hewlett-Packard Company, Palo Alto, CA). 

ESI-LC-MS analysis of AMO degradation products. A 15 
(225 pmoles) aliquot of each degradation reaction in 
both 10% FBS and 20% mouse liver protein extract at the 
24-hour time point was analyzed by electrospray-ionization 
liquid chromatography mass spectrometry (ESI-LC-MS) for 
evaluation of degradation products. The 20% mouse liver 
protein extract reactions were incubated with 200 \Jig/m\ of 
Proteinase K (Sigma-Aldrich) at 37 °C for 1 hour. The 10% 
FBS and Proteinase K-digested 20% mouse liver protein 
extract treated AMOs were extracted with an equal volume of 
Phenol:Chloroform:lsoamyl Alcohol 25:24:1 (Sigma-Aldrich) 
and ethanol precipitated (3 \}\ of 10 pg/pl glycogen, 1/10vol 
3mol/l Na-i- acetate pH 5.2, 2.5 vol cold EtOH). Pellets were 
re-suspended in 60 ^jI H^O and the entire sample was ana- 
lyzed by ESI-LC-MS using an Oligo HTCS system (Novatia, 
Princeton, NJ, USA)^° consisting of a ThermoElectron LTO, 
Xcalibur data system, ProMass data processing software 



and Paradigm MS4_HPLC (Michrom BioResources, Auburn, 
CA, USA). 

Plasmid preparation. The plasmids were prepared as 
previously described." The sequences used to gener- 
ate the duplexes with Xhol and Noti overhangs for clon- 
ing into the psiCHECK-2 vector (Promega, Madison, 
Wl) are as follows, where the italicized sequence indi- 
cates the miRNA binding domain: one perfect match 
miR-21 binding site (5'-pTCGAGCGAGCCGGTC TCA/^C 
>^7C/\G7C7G/\L4/^GCT/\CCGGATCGCGGGCTGC-3', 
5'-pGGCCGCAGCCCGCGATCCGGTAGCTTATCAGACTG 
ATGTTGAGACCGGCTCGC-3'), one perfect match miR-122 
binding site (5'-pTCGAGCGAGCCGGTCC/4/\/\C/^CC/47TG 
7C>\C/^C7CC/\CCGGATCGCGGGCTGC-3', 5'- pGGCCGCA 
GCCCGCGATCCGGUGGAGTGTGACAATGGTGTTTGGA 
CCGGCTCGC-3'), one perfect match miR-24 binding site 
(5'-pTCGAGCGAGCCGGTCCTG77CC7GC7G/\/\C7G 
>^GCC/\CCGGATCGCGGGCTGC-3', 5'-pGGCCGCAGCCC 
GCGATCCGGTGGCTCAGTTCAGCAGGAACAGGACC 
GGCTCGC-3'), one perfect match miR-16 binding site (5'-pT 
CGAGCGAGCCGGTCCGCC/\/\7/\777/\CG7GC7 
GC7/4CCGGATCGCGGGCTGC-3', 5'- GGCCGCAGCCCGC 
GATCCGGTAGCAGCACGTAAATATTGGCGGACCGG 
CTCGC-3') or an arbitrary scrambled control (5'-pTCGA 
GCGAGCCGGTCAAGCCAGACTTTGTTGGATTTG 
AAATTCCGGATCGCGGGCTGC-3', 5'-pGGCCGCAGCCC 
GCGATCCGGAATTTCAAATCCAACAAAGTCTGGCTTGA 
CCGGCTCGC-3') where "p" denotes a phosphate. The 
respective single strands were annealed in 1x STE buffer 
(10 mmol/l Tris-HCI pH 8.0, 1 mmol/l EDTA pH 8.0 and 100 
mmol/l NaCI) by heating to 95°C for 2 min and ligated into 
the Xhol/Noti sites in the psiCHECK-2 vector with T4 DNA 
ligase (New England Biolabs, Ipswich, MA, USA). Ligation 
reactions were transformed into One Shot TOPI 0 Chemically 
Competent E. coli (Life Technologies) and plasmids were pre- 
pared with the Wizard Plus SV Minipreps DNA Purification 
System (Promega). The engineered plasmids were sequence 
verified, endotoxins were removed with the MiraCLEAN Endo- 
toxin Removal Kit (Mirus Bio LLC, Madison, Wl, USA) and the 
plasmids were filtered through a 0.2 |jm filter. Plasmid concen- 
tration was measured by ultraviolet spectroscopy at 260 nm. 

Cell culture and transfections. HeLa or Huh-7 cells were cul- 
tured with recommended media conditions. For transfections, 
both cells types were plated in 100 mm dishes in Dulbecco's 
Modified Essential Medium (DMEM) containing 10% FBS 
(Life Technologies). After the cells were 90% confluent, 5 ^jg 
of the psiCHECK-miRNA plasmid was transfected for 6 hours 
using Lipofectamine 2000 (Life Technologies) according to 
the recommended protocol. Plasmid-transfected cells were 
re-plated into 48-well plates at a cell density which reached 
-70% cell confluency the following morning.Twenty four hours 
post-transfection of the plasmid, the AMOs were transfected 
in triplicate with 1 pi Lipofectamine RNAIMAX (Life Technolo- 
gies) per well, either in serum-free media changed after 6 
hours to complete media, or in DMEM with 10% FBS with no 
media change, according to recommended guidelines. AMO 
transfections were complete after 24 hours. 
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Luciferase assays. The cells transfected with the AMOs 
were lysed and firefly and Renilla luciferase activities were 
sequentially measured with the Dual Luciferase Reporter 
Assay System (Promega, IVIadison, Wl, USA). A modified 
protocol was employed using 50 ^jI each of the Luciferase 
Assay Reagent II and Stop & Glo Reagent per reaction in a 
96-well white-bottomed plate (E&K Scientific Products, Inc., 
Santa Clara, CA, USA). Renilla luciferase was measured as 
a fold change in expression compared with the Lipofectamine 
RNAIMAX reagent-only negative controls which were set at 
100%. Values for Renilla luciferase luminescence were nor- 
malized to levels concurrently measured for firefly luciferase, 
which is present as a separate expression unit on the same 
plasmids as an internal control (RLuc/FLuc ratio). 

In situ hybridization studies. HeLa cells were plated in 24-well 
plates onto circular 12 mm diameter *Coverglass for Growth* 
Goverglass (Fisher Scientific, Pittsburgh, PA, USA) in DMEM 
containing 10% FBS at a density which reached 90% conflu- 
ency the following morning. Negative control (NCI ) AMOs were 
transfected at 30 nmol/l with 2.5 \^\ Lipofectamine RNAIMAX 
or 1 .25 ^Jl Lipofectamine 2000 (Life Technologies) in a total 
of 500 \Ji\ volume per well in DMEM containing 10% FBS for 
24 hours. Cultured cells were washed with PBS at 37 °C and 
fixed at room temperature for 1 hour in 2% (w/v) formaldehyde, 
5% (v/v) acetic acid, and 0.9% (w/v) NaCI. Fixed cells were 
washed with PBS, treated with 0.2% Triton X-100 for lOmin 
at room temperature to increase membrane permeability and 
washed again with PBS. A Dig-labeled 2'OMe probe comple- 
mentary to the NCI AMD (see Supplementary Figure S4A) 
was heat-denatured at 95 °C for 1 minute and 100 nmol/l final 
concentration was added to a hybridization solution (60% 
deionized formamide, 300 mmol/l NaCI, 30 mmol/l sodium 
citrate, 10 mmol/l EDTA, 25 mmol/l NaH^PO^, 5% dextran sul- 
fate, and 250ng/ml sheared salmon sperm DNA). The fixed, 
permeable cells were treated with this hybridization solution 
for >16 hours at 37 °C in a moist chamber. Following hybrid- 
ization, the cells were washed twice at room temperature with 
a wash buffer containing 2x SSC, 300 mmol/l NaCI and 30 
mmol/l sodium citrate. A second wash buffer containing 60% 
formamide in 2x SSC was used to wash the cells three-times 
at room temperature and once at 37 °C, followed by a 5 min- 
ute wash with PBS. Cells were incubated with a blocking solu- 
tion (1% bovine serum albumin in PBS) to mitigate nonspecific 
antibody binding for 1 hour at 37 °C. Cells were washed three- 
times in PBS and then incubated with 0.8 jjg/ml of an anti- 
Digoxigenin mouse IgGlK antibody (Roche Applied Science, 
Indianapolis, IN, USA) in blocking solution at room tempera- 
ture for 1 hour. Cells were washed three-times for 5 minutes 
each wash in PBS, and then incubated with a 0.8 [jg/rr\\ of an 
Alexa Fluor 647-labeled goat antimouse IgG (H-i-L) secondary 
antibody (Life Technologies) in blocking solution for 1 hour at 
room temperature. Cells were washed three-times with PBS 
for 5 minutes each wash. Cells were stained for 5 minutes with 
300 nmol/l DAPI (4',6-diamidino-2-phenylindole, dihydrochlo- 
ride) (Life Technologies) in PBS and washed multiple times 
with PBS. Coverslips were inverted onto 10 \Ji\ PBS on glass 
slides and photomicrographs were taken at 20x magnification 
with confocal or fluorescent imaging using an Olympus 1X51 
inverted microscope equipped with an X-Cite 120 fluorescence 



imaging system (Olympus Corporation of the Americas, Cen- 
ter Valley PA). The AMOiDig probe was detected using the Cy5 
channel, followed by DAPI detection using the UV channel. 

Toxicity assays. HeLa cells were plated in 96-well plates in 
DMEM containing 10% FBS (Life Technologies) at a density 
which reached 90% confluency the following day. Negative 
control (NCI) AMOs were tested for endotoxin contamination 
using the Endosafe-PTS Endotoxin Reader (Charles River, 
Charleston, SC, USA) according to manufacturer's recommen- 
dations and were filtered through a 0.2 pm Acrodisc Syringe 
Filter with HTTuffryn Membrane (VWR International, Radnor, 
PA, USA). Sterile NCI AMOs were transfected at 1 00, 30, or 1 0 
nmol/l concentrations in triplicate wells with 1 |jl INTERFERin 
(Polyplus-transfection Inc., New York, NY, USA), Lipofectamine 
RNAIMAX or Lipofectamine 2000 (Life Technologies) per well 
in DMEM containing 10% FBS. For a positive control, stauro- 
sporine (1 mmol/l in DMSO) (Sigma-Aldrich), a known apopto- 
sis-inducing agent, was applied at 1 \jivno\/\ to the HeLa cells in 
triplicate for 24 hours. After 24 hrs of NC1 AMO treatment, the 
cells were analyzed for viability using the MultiTox-Glo Multiplex 
Cytotoxicity Assay (Promega) with the peptide-substrate GF- 
AFC (glycyl-phenylalanylaminofluorocoumarin), which gener- 
ates a fluorescence signal upon cleavage by a "live-cell" specific 
protease, measured at 405 nmgy505 nm^^ in a SpectraFluor 
Microplate Reader (Tecan Group Ltd, Mannedorf, Switzerland). 
The same cells were subsequently analyzed for cytotoxicity by 
detecting a "dead-cell" protease activity in a luciferase-based 
assay measured on a GloMax 96 Microplate Luminometer 
(Promega) per manufacturer's recommendations. Cytotoxicity 
was visualized with phase contrast microscopy and photomi- 
crograph images were taken at 10x magnification. 

Supplementary material 

Figure 81. Long-term degradation studies of ZEN AMOs. 
Figure 82. Potency profiles of miR-24 and miR-16 AMOs 
in HeLa cells. 

Figure 83. Potency comparison of shorter miR-21 AMOs in 
HeLa cells. 

Figure 84. Use of In Situ Hybridization (ISH) to asses rela- 
tive transfection efficiency. 

Figure 85. Degradation studies of 3'-terminal LNA-modified 
AMOs. 

Figure 86. Potency comparison of miR-122 AMO 3'-end 
variants. 

Figure 87. Potency comparison of miR-122 AMO 5'-end 
variants. 

Figure 88. Sequences of the wild type and mutant miR-21 
AMOs used to study specificity 

Figure 89. Specificity of different miR-21 AMOs in HeLa 
cells. 

Figure 810. Cytotoxicity of various AMO designs in HeLa 
cells. 

Table 81. 7"^ of lOmer DNA Duplexes with ZEN and C3 
spacer modifiers. 

Table 82. ESI-MS Evaluation of AMO degradation products 
after 24 hrs in 10% FBS. 

Table 83. ESI-MS Evaluation of AMO degradation products 
after 24 hrs in 20% liver protein extract. 
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